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HARYANA GOVT. GAZ ., AUGUST 11 , 1987 ( SRVN . 20 , 1909 SAKA ) 


(PARTI 


ANIMAL HUSBANDRY DEPARTMENT 


The 23rd July , 1987 


No. 4838 -AH -III-87 /13424.-- The Governor of haljila is pleased to declare the result of the following 
officers of the Animal Husbandry Department , who appearld in the Departmental Examination of Accounts held 
in April, 1987 as indicated against each : 


Roll No. 


Name and Designation 


Remarks 


Seriai 
No. 


1 


315 


Dr. Rajinder Singh , Vety. Surgeon , I/C CVH , Umra (Hissar) 


Fail 


2 


3 + 1 


Fail 


Di. Volpat Saran , Vety., Surgeon, CVH , Sutoali , Mahandragarh 
Dr. Satish Kumar, Vety , Surgeon , I/c CVH , Sisai (Hissazr ) 


3 


357 


Fail 


4 


361 


Dr. Ram Avtar, Vety . Surgeon , 1/ c CVH , Nizampur (M /Garh ) 


Fail 


5 


361 


Dr. Satyavir Singh , Vety. Surgeon , I/C CVH , Salhawas (Rohtak ) 


Fail 


6 


374 


Dr.Man Singh , Vety. Surgeon , CVH , Gangal (Sirsa ) 


Fail 


7 


363 


Dr. Ashok Kuinar , Vety. Surgesa , l/c H.C.B.C. Kalinga (Rohtak ) 


Fail 


8 


316 


Dr. Kamil Kumar Sharina , Vely . Surgeon , CVH , Dighal (Rohtak ) 


Fail 


9 


335 


Di. Onvir Siaga , Vety. Surgeon , l/c CVH , Kullan ( Hissar ) 


Pass 


10 


353 


Di, Vijendur Ku.nu Daiana , Vety. Surgeon , l • CVH , Machrauli (Rohtak ) . Pass 
Dr. Rain Kisuan , Vety . Surgeon , lic HVC , Birdiar (Rohtak ) 

Fail 


11 


352 


12 


351 


Di. Paitap Singh , Mor, Very. Surgeon , Ijc RAIC , Barbana (Rohtak ) 


Pass 


13 


349 


Di, Devinder Singh Joun , Vety. Surgeon , l/c CVH , Sohana (Gurgaon ) 


Fail 


14 


348 


Dr. Joginder Singh , Vety . Surgeon , l/c CVH , Hodal (Faridabad ) 


Fail 


15 


344 


Dr. Dalbir Singh , Vety . Surgeon , Diagnostic Laboratory , Marnaul 


Pass 


16 


362 


Dr. Ranbir Singh , Vety. Surgeon , RVS , Thanesar (Kurukshetra ) 


Pass 


17 


364 


Dr. Sat Pal Singh , Vety . Surgeon 1/c HCBC , Bajana Khurd ( Sonepat) 


Fail 


18 


365 


Dr. Nareshpal Singh , Vety. Surgeon , i/c HCBC , Babail (Karnal) 


Pass 


19 


365 


Dr. M.P.S. To.nu , Vety . Surgeon , I/C CVA , Dochana (M /Garh ) 


Pass 


20 


367 


Dr. Satyendra Kumar , Vety . Surgeon , Ic CVH , Palwal (Faridabad ) 


Fail 


21 


368 


Dr. Vinod Kumar Sharma, Vely. Surgeon , 1.A.CB.P. Sector, II Hissar 


Fail 


22 


369 


Dr. Om Parkash Chugb , Vety . Surgeon , CVH , Budianwali, Sirsa 


Pass 


23 


370 


Dr. Raj Kumar Batra , Vety . Surgeon , l/c CVH , Naggal, Ambala 


.. Fail 


24 


371 


Sh . Naresh Kumar Kapoor , District Dairy Officer 


Kurukshetra 


Fail 


25 


372 


Shri Vijai Singh Sangwan , District Dairy Officer , Hissar 


Fail 


26 


373 


Dr. Ranjit Singh Mal, Vety. Surgeon , Sirohi Baboli ( M /Garh ) 


Fail 


